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Message Text 

UNCLASSIFIED 

PAGE 01 BERN 01054 070752Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 10-14 ISO-OO FBOE-OO A-01 STE-01 
/034 W 

002219 070753Z/17 

R 070730Z MAR 78 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 5890 
INFO USMISSION GENEVA 

UNCLAS BERN 1054 

GENEVA FOR RSO 

EO 11652: NA 

TAGS: ASEC ASUP AFSP ABLD 

SUB J : SMOKE BREATHING EQUIPMENT FOR CHANCERY 

1 . EMBASSY IS ATTEMPTING TO LOCATE SMOKE BREATHING 
EQUIPMENT WHICH COULD BE USED BY MARINE SECURITY GUARDS 
AND/OR OTHER PERSONNEL IN SENSITIVE AREAS TO FIGHT FIRES. 

2. WE COULD NOT OBTAIN ANY QUOTES FOR THE WELL-KNOWN SCOTT 
AIR PACKS. A CALIFORNIA FIRM, HALPRIN SUPPLY COMPANY, 

CLAIMS THAT THEY HAVE SOLD A LOT OF SIMILAR EQUIPMENT TO 
AMEMBASSY MOSCOW. THEY RECOMMEND A SURVIV-AIR KIT 

FOR DOLS 558. 

3. CAN THE DEPT ADVISE US AS TO WHETHER THIS 

EQUIPMENT AND ITS PRICE WOULD BE APPROPRIATE? FOR PERHAPS, 

IN VIEW OF THE FIRES IN MOSCOW AND OECD, IS THE DEPT 
ITSELF GOING TO SUPPLY THIS EQUIPMENT ON A WORLD 
WIDE BASIS. 

WARNER 

UNCLASSIFIED 


NNN 
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